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broke the chain that connected the leading paraos, and
caused four of them to retreat ; the others, however,
advanced, but ultimately eight were sunk and thirteen
others were forced to retire, whereupon the attack from
that quarter began to flag. At this juncture, however, the
Prince of Repelim, who had held his forces in reserve, ad-
vanced to the attack, and, at the same time, the Zamorin
attempted to force the passage of the ford with the main
body of his army. The engagement was stubborn and
long, but in the end the Zamorin's troops failed in their
attempt and retired, having lost no less than 1,030 men,
whilst amongst the Portuguese several had been wounded,
but none killed.

After this victory the Portuguese at once set to work to
repair their ships with all expedition, and they also refitted
the other caravel. The Zamorin, acting on the advice of
the soothsayers, did not at once renew the engagement;
but Pacheco, being determined to give him 110 rest, crossed
Nover to Cambalam, where he ravaged the country, burnt
the villages, killed many of the inhabitants, and carried
away a considerable amount of booty.

In the meantime the Zamorin, having received rein-
forcements from Calicut of 200 ships of war, eighty smaller
vessels, and 15,000 men, sent one of his officers with seventy
paraos to attack the ship that had been left to defend the
city of Cochin, with the view of drawing away some of the
Portuguese from the ford, and so dividing their forces.
Immediately on hearing of this, Pacheco sailed to Cochin
with one of the caravels and one of the smaller vessels, and
immediately he came within sight of Cochin, the enemy's
vessels sailed away for Repelim as quickly as possible,
whereupon Pacheco, instead of following them, returned
with all haste to his former position.

On arrival at Cambalam, Pacheco found the Portuguese
position in extreme danger. The caravel left there had
been vigorously attacked and was riddled with holes, her
rigging was demolished, and the protective sacks of cotton